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-9203250198 Revised Corporate Emergency Response Plan Implementing
Procedures,including Rev 11 to 1.1, Rev 11 to 3.2,Rev 7 to 3.3,Rev 5 to 3.5,Rev 6 to
3.6,Rev 4 to 3.7,Rev 8 to 4.1,Rev 6 to 4.2,Rev 12 to 4.3 & Rev 5 to 4.4 public version.
* Pacific Gas & Electric Co. 92/02/25. 100pp. 61191:071-61191:181.

9203230339 Forwards Insp Repts 50-275/92-02 & 50-323/92-02 on 920127-31 & notice
of violation.EncIs withheld (ref 10CFR73.21).

SCARANO.R.A. Region 5 (Post 820201). 92/03/16. RUEGER.G.M. Pacific Gas &
Electric Co. 3pp. 61115:355-61115:357.

9203200417 Informs that based on review, licensee EROS implementation plan submit-
ted 911025 provides basis for acceptable implementation of ERDS at facility.
ROOD.H. Project Directorate V. 92/03/19. SHIFFER.J.D. Pacific Gas & Electric Co.
3pp. 61060:231-61060:233.

I. Financial information

9203310246 "PGE Annual Rept - 1991." W/920325 Itr.
LOCKE.R.F. Pacific Gas & Electric Co. 91/12/31. 49pp. 61218:001-61218:053.

P. Operating license stage documents & correspondence

9106270324 Suppf 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203040178 Provides updated schedules for implementation of 23 pending safety signif-
icant human engineering discrepancies. Licensee will advise of any schedule revisions.
RUEGER.G.M. Pacific Gas & Electric Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 1p. 60848:357-60848:357.

9203100022 Discusses 911122 meeting concerning incident in which supervisor acted
inappropriately toward another employee during meeting on compliance w/reg guide
1.97. Written response requested within 30 days.

ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/04. RUEGER.G.M. Pacific Gas &
Electric Co. 2pp. 60843:132-60843:133.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE, licensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 1 0CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203160159 Forwards PIS info update.per 860117 submittal. Informs that calculations
w/current data & revised methodology demonstrate that projected ref temp PTS for
units remain below screening criterion for both 20 & 32 EFPY.
RUEGER.G.M. Pacific Gas & Electric Co. 92/03/06. Document Control Branch (Docu-
ment Control Desk). 12pp. 60968:234-60968:245.

9203180373 Informs that response to generic Itr 89-13, "Svc Water Sys Problems Af-
fecting Safety-Related Equipment," acceptable.

ROOD.H. Project Directorate V. 92/03/11. RUEGER.G.M. Pacific Gas & Electric Co.
3pp. 60971:041-60971:043.

9203310307 Summary of 911218 meeting w/util in Rockville.MD re RG 1.97 issues ap-

plicable to facility.
ROOD.H.

Project Directorate V. 92/03/11. Project Directorate V. 25pp. 61195:263-
61195:285.

9203230334 Forwards nonproprietary WCAP-13038 & proprietary WCAP-13039. "Tech-
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural
Design Basis for...." Proprietary WCAP-13039 withheld (ref 10CFR2.790).
RUEGER.G.M. Pacific Gas & Electric Co. 92/03/16. Document Control Branch (Docu-
ment Control Desk). 2pp. 61 093:21 9-61 093:325.

-9203230341 Requests that proprietary WCAP-13039, "Technical Justification for Elimi-
nating Large Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon
Units 1 & 2 Nuclear Power Plants" be withheld (ref 10CFR2.790).
DIPIAZZA.R.P. Westinghouse Electric Corp. 92/01/24. MURLEY.T. Document Control
Branch (Document Control Desk). 1 1 pp. 61 093:221 -61 093:231 .

-9203230343 Nonproprietary "Technical Justification for Eliminating Large Primary Loop
Pipe Rupture as Structural Design Basis for Diablo Canyon Units 1 & 2 Nuclear Power
Plants."

SCHMERTZ.J.C..  BHOWMICK.D.C.,  ADAMONIS.D.C.  Westinghouse  Electric  Corp.
WCAP-1 3038. 91/11 /30. 95pp. 61 093:232-61 093:325.

9203230362 Notification of 920325 meeting w/util in Rockville.MD to discuss station
blackout issues at facility.

ROOD.H. Project Directorate V. 92/03/16. QUAY.T.R. Project Directorate V. 4pp.
61057:237-61057:240.

9203230378 Notification of 920326 meeting w/util in Rockville.MD to discuss testing of
6th diesel generator at facility.

ROOD.H. Project Directorate V. 92/03/16. QUAY.T.R. Project Directorate V. 4pp.
61057:185-61057:188.

9203240027 Notification of 920402 meeting w/licensee in San Luis Obispo.CA to dis-
cuss current plant activities & to update previous mgt meeting discussions.
ZIMMERMAN.R.P. Region 5 (Post 820201). 92/03/16. Region 5 (Post 820201). 3pp.
61052:358-61052:360.

9203230080 Forwards response to Generic Ltr 91-13, "Request for Info Related to Res-
olution of Generic Issue 130 'Essential SWS Failures at Multi-Unit Sites.' per
10CFR50.54(f)."

RUEGER.G.M. Pacific Gas & Electric Co. 92/03/17. Document Control Branch (Docu-
ment Control Desk). 16pp. 61103:319-61103:334.

9203270291 Summary of 920225 meeting w/util in Rockville.MD re analysis by util to
resolve long-term seismic program confirmatory item.

ROOD.H. Project Directorate V. 92/03/19. Project Directorate V. 38pp. 61121:058-
61121:095.

Q. Inspection reports, IE Bulletins & correspondence

9203030024 Forwards in-ofc insp repts 50-275/91-41 & 50-323/91-41 on 911220-
920210.No violations or deficiencies noted.

REESE.J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric
Co. 3pp. 60753:072-60753:081.

-9203030029 Insp repts 50-275/91-41 & 50-323/91-41 on 911220-920210.No viola-
tions noted.Major areas inspected:licensee submittal of rev 13 to EPIP EPG-1. "Acci-
dent Classification & Emergency Plan Activation."

MCQUEEN.A.D.. REESE.J.H. Region 5 (Post 820201). 92/02/14. 6pp. 60753:075-
60753:081.

9203030044 Forwards insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No viola-
tions noted.

REESE.J.H. Region 5 (Post 820201). 92/02/14. RUEGER.G.M. Pacific Gas & Electric
Co. 4pp. 60753:155-60753:167.

-9203030051 Insp repts 50-275/92-03 & 50-323/92-03 on 920127-31.No violations
noted.Major areas inspected:portions of emergency preparedness program.including
operational status & onsite followup of repts.

MCQUEEN.A.D.. REESE.J.H. Region 5 (Post 820201). 92/02/14. 9pp. 60753:159-
60753:167.

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York. Inc. 4pp. 60871:182-60871:185.

9203060054 Forwards insp repts 50-275/92-04 & 50-323/92-04 on 920203- 07.No vio-
lations noted.

YUHAS.G.P. Region 5 (Post 820201). 92/02/20. RUEGER.G.M. Pacific Gas & Electric
Co. 3pp. 60803:221-60803:233.

-9203060059 Insp repts 50-275/92-04 & 50-323/92-04 on 920203-07.NO violations
noted.Major areas inspected:radwaste sys, radiological environ monitoring,solid rad-
waste mgt & transportation of radioactive matls.

CILLIS.M.,   YUHAS.G.P.   Region   5   (Post   820201).   92/02/20.   10pp.   60803:224-
60803:233.

9202190037  NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York. Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018. "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9203170138 Forwards insp repts 50-275/92-01 & 50-323/92-01 on 920101- 0203 &
notice of violation.

RICHARDS.S.A. Region 5 (Post 820201). 92/02/28. RUEGER.G.M. Pacific Gas &
Electric Co. 3pp. 60924:244-60924:261.

-9203170145 Notice of violation from insp on 920101-0203.Violation notedone of two
reactor cavity sump wide range level channels inoperable in modes 2 & 3 for period
greater than seven days.
f Region 5 (Post 820201), 92/02/28. 1 p. 60924:247-60924:247.

-9203170153 Insp repts 50-275/92-01  & 50-323/92-01  on 920101-0203. Violations
noted.Major areas inspected:plant operations, maint & surveillance activities.followup
of onsite events, open items & LERs.
MORRILL.PJ. Region 5 (Post 820201). 92/02/28. 14pp. 60924:248-60924:261.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.Power Corp. 2pp. 60925:284-60925:292.Branch (Document Con-
